OSHA TIMELINE 


September, 1991 RFI issued 

March 25, 1994 OSHA’s first notice of Proposed Rulemaking 

(Notice of intention to appear, deadline June 20; 
public comments deadline June 29; testimony and 
submission at hearing deadline July 5) 

July 12, 1994 Scheduled hearings 

August, 1994! Post Hearing Comments 

Early 1995 NPR with Regulatory Impact Analysis 

90-120 Days Later Comment Period 

Fall, 1995 Public Hearings 

1995-1996 Final rule or determination not to regulate 


Source: https://www.industrydocuments.ucsf.edu/docs/ttxjOOOO 
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